BENSON&HEDGES because quality matters. 

10 mg "far. ‘ 0 / mgmcoone a * per ogaretre, FTCRepon Feb B5 


SURGEON GENERAL'S WARNING: Quitting Smoking 
Now Greatly Reduces Serious Risks to Your Health. 


Source: https://www.industrydocuments.ucsf.edu/docs/mqnn0004 





